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LAKE  WALES,  FLORIDA:  One  of  the  most  beautiful 
Churches  of  Florida  is  the  First  Methodist  Church 
in  Lake  Wales,  designed  by  Dean  Parmelee  of 
Miami.  This  outstanding  modern  structure  is  framed 
by  the  beautiful  tropical  vegetation  of  middle 
Florida. 
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